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TAGS: AORG, TPHY, TGEN, OCON 

SUBJECT: UN SCIENTIFIC COMTE ON EFFECTS OF ATOMIC RADIATION 

DR. CHAMBERLAIN REQUESTS FOLLOWING MESSAGE BE GIVEN DR. 

DAN BENINSON, UNSCEAR SECRETARY: RE YOUR MAILGRAM RE- 
QUESTING MEETING OF GENETICISTS ON OCTOBER 14, NOTICE 
RECEIVED TOO LATE TO ARRANGE FOR U.S. GENETICISTS TO PAR 
TICIPATE IN 23RD SESSION. FURTHERMORE, BELIEVE SUCH STEP 
PREMATURE IN VIEW OF PLANNING NATURE OF 23RD SESSION. INGERSOLL 
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